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Separate paging is given to this Part In order that it may be filed 
as a separate compilation. 


MINISTRY OF COMMERCE 

NOTIFICATION 

New Delhi, the 7th December 1965 

S.O. 3783. —In exercise of the powers conferred by section 17 of the Export 
(Quality Control and Inspection) Act, 1963 (22 of 1963), the Central Government 
hereby makes the following rules namely :— 

L Short title and commencement- —(1) These rules may be called the Export 
of Safety Glass (Inspection) Rules, 1965, 

(2) They shall come into force on the 15th January, 1965. 

2. Definition. —In these rules “Safety Glass” shall mean (a) toughened safety 
glass and (b) laminated safety glass with two glass sheets or more. 

3. Procedure of Inspection, —The provisions of the Indian Standards Insti¬ 
tution (Certification Marks) Act, 1952 (36 of 1952), the Indian Standards 

Institution (Certification Marks) Rules, 1955, and the Indian Standards Institution 
(Certification Marks) Regulations, 1955 shall, so far as may be, apply to the 
inspection of safety glass prior to export. 

[No. G0(12G)Exp. Insp./05.] 
A. C. BANERJEE, Jt. Secy. 
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